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ST 500 


STEENBECK Bild- und Tonschneidetische fur 35 mm Film: 


4 Teller: 


6 Teller: 


ST 400 fur Normalfilm 

ST 400 W mit kurzen Filmwegen 

ST 500 fur Normal- und CinemaScopefilm 

ST 700 fur 1 Bildband und 2 Tonbander Normalfilm 

ST 700 C wie ST 700 aber fur Normal- und CinemaScope- 
film 
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STEENBECK Film Editing Machines for 35 mm film: 


4 plates: ST 400 for Standard Film 

ST 400 W with short threading paths 

ST 500 for Standard and CinemaScope Film 

6 plates: ST 700 for 1 picture track and 2 sound track Standard 

Film 

ST 700 C as ST 700 but for Standard and CinemaScope 
Film 


STEENBECK Tables de montage de film pour 35 mm: 

4 plateaux: ST 400 pour film standard 

ST 400 W avec des chemins courts pour le film 
ST 500 pour films standard et cinemaScope 

6 plateaux: ST 700 pour 1 bande image et 1 bande sonore film 

standard 

ST 700 C comme ST 700 mais pour films standard et 
cinemaScope 
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ST 900 




STEENBECK Bild- und Tonschneidetische fur 16 mm Film: 


4 Teller: ST 600 1 Bildband, 1 Tonband 

6 Teller.- ST 900 1 Bildband, 2 Tonbander 

und viele Sonderausfuhrungen, z. B. ST 900 mit einem 
16 mm Bildband, einem 16 mm Tonband und einem 17,5 mm 
Tonband 
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STEENBECK Film Editing Machines for 16 mm film: 


4 plates: ST 600 1 picture track, 1 sound track 

6 plates: ST 900 1 picture track, 2 sound tracks 

and many special executions as f. i. ST 900 with 1 picture 
track 16 mm, 1 sound track 1 6 mm and 1 sound track 17,5 mm 


STEENBECK Tables de montage de films pour 16 mm: 


4 plateaux: ST 600 1 bande image, 1 bande sonore 
6 plateaux: ST 900 1 bande image, 2 bandes sonores 


et plusieurs executions speciales comme p.e. ST 900 avec 
une bande image 16 mm, une bande sonore 16 mm et une 
bande sonore 17,5 mm 
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KOBITON 16 



STEENBECK Kobifon fiir 16 mm 

ST 1000 ST 1100 ST 1200 


STEENBECK Kobiton fiir 35 mm 


ST 3500 
ST 3500 C 

ST 3600 


ST 3510 ST 3520 ST 3530 

ST 351 0C ST 3520C ST 3530C 

Sonderausfuhrung zum Auswerten 
aufnahmen 


fur Normaifilm 

fur Normal- und 
CinemaScopefilm 

kinematographischer Rontgen- 


STEENBECK Kobiton for 35 mm 

ST 3500 ST 3510 ST 3520 ST 3530 for Standard Film 

ST 3500 C ST 351 0C ST 3520C ST 3530C for Standard and 

CinemaScope film 

ST 3600 special construction to exploit cinematographic x-ray shots 

STEENBECK Kobiton pour 35 mm 

ST 3500 ST 3510 ST 3520 ST 3530 pour film standard 

ST 3500C ST 351 0C ST 3520C ST 3530C pour film standard et 

cinemaScope 

ST 3600 construction speciale pour I’exploitation de radiographies cine- 



matographiques 
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STEENBECK Kobiton for 16 mm 


ST 1000 


ST 1100 


ST 1200 


STEENBECK Kobiton pour 16 mm 


ST 1000 


ST 1100 


ST 1200 





STEENBECK Motorumrolltische 


4 Teller Synchron-Motorumrolltische: 


ST 2000 fur 35 mm und 17,5 mm Filmmaterial 

ST 2100 fur 16 mm Filmmaterial 

ST 2200 fur 16 mm und 35717,5 mm Filmmaterial 


2 Teller: 


ST 2500 fur a 1 1 e Filmarten 
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STEENBECK Motorized Rewinding Tables 


■m 
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4 plates synchronous Motor Rewinding Tables: 

ST 2000 for 35 mm and 17,5 mm Films 

ST 2100 for 16 mm Films 

ST 2200 for 16 mm and 35/17,5 mm Films 


2 plates: ST 2500 for all kind of Films 
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STEENBECK Tables de rebobinage motorisees 



4 plateaux Tables de rebobinage synchrones motorisees 

ST 2000 pour films 35 mm et 17,5 mm 

ST 2100 pour films 16 mm 

ST 2200 pour films 16 mm et 35/17,5mm 

2 plateaux: ST 2500 pour toutes sortes de films 



HAMMER STEINDAMM 27-29 T E L . 20 40 02 / 20 43 67 


* 




5TEENBECK Schneidetische TELEDUO fur 2 Bildbdnder und 1 Tonbcsnd 

Teleduo 16 fur 16 mm Film 
Teleduo 35 fur 35 mm Film 

Speziell fur den Schnitt von Electronic-Cam-Aufnahmen 

STEENBECK Editing Machines TELEDUO for 2 picture tracks and 
1 sound track 

Teleduo 16 for 16 mm film material 
Teleduo 35 for 35 mm film material 
specially for cutting shots by electronic-cam 

STEENBECK Tables de montage TELEDUO pour 2 bandes image et 
1 bande sonore 

Teleduo 16 pour film 16 mm 
Teleduo 35 pour film 35 mm 

specialemenf pour le coupage de materiel fait par 
electronic-cam 
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STEENBECK Checkgerdt ST 10 

das ideale Gerdt fur Synchronisationsarbeiten 

STEENBECK Checkproiector ST 10 

the most efficient equipment for synchronizing work 

STEENBECK Projeeteur ST 10 

un appareil ideal pour des travaux de synchronisation 
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STEENBECK RoIItifelgemt ST 4 

zum Vorfuhren von Titelvorspann zur direkten Auf- 
nahme durch eine Fernsehkamera oder zur Verwen- 
dung bei Aufnahmen an Tricktischen. 

STEENBECK Rolling titling machine ST 4 

to project titles of such a kind, that it is possible to 
take them up directly by a television camera. The 
machine can also be used by shots with tricktables. 

STEENBECK ST 4 Appareil a projeter des titres 

d’une telle facon, qu’on peut les reproduire directement 
avec une camera de television. II sert aussi a faire des 
reproductions aux tables de trucage. 
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